The  Chapel  of  the  Holy  Cross 

The  Chapel  of  the  Holy  Cross  stands  dramatical- 
ly among  the  majestic  red  rock  mountains  of 
Oak  Creek  Canyon,  Sedona,  Arizona.  Erected 
by  Mr.  and  Mrs.  E.  V.  Staude  as  a  memorial 
to  her  parents  Lucien  and  Marguerite  Brunswig, 
the  Chapel  has  been  donated  to  The  Spiritual 
Life  Institute  of  America. 
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